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Panoma  City,  Fla 


II*  CONCLUSION 


Vfeather  balloon  re^lesed  from  Albrook  1^3  3Z.  Traveled  over 
Panama  City  and  vas  eent  in  different  directions  by  varying 
winds* 


U.  Mil  P SUMMAIIV  ANO  ANALYSIS 

Brilliant  white  obj  visible  UO  min.  Traveled  in  many 
directions  I smaller  than  auni  larger  than  star* 
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CINCARIB  QUARRY  HEIGHTS  C2 
CITE  OIN  X 737, 

UROD  (l>  (A)  ROUND  (3)  SMALLER  THAN  SUN  LARGER  THAN  STAR)  BRILLIANT 

V;;riTE  CD)  l (G)  no  tail  (h>  negative  <2)  CA)  many  observers  (D) 

TRAVELLED  IN  NA^^Y  DIFrERENT  DIRECTIONS  CF)  A3  MINUTES  <3 ) (A)  GROUND 
VISUAL  (A)  lA  DEC  1A532  <B>  NAVY  C5)  79  DEGREES  33  MINUTES  V/EST  8 
DEGREES  57  MINUTES  NORTH  PRESIDENTIAL  PALACE  PANAMA  CITY(G)  MRS  COLON 
AGE  33  KOUSEUIFE  MILITARY  DEPENDENT  C7)  (A)  SCATTERD  CLOUDS  C3>  3 
SURFACE  WINDS*  03 3/ A 6303  FEETj  350/2  13333  FEET,  293/6  15333  FEETJ 
C33/9  23030  FEETj  050/9  30333  FEET}  2A0/16  53333  FEET}  283/16  63331 
(C)  UNLIMITED  (D)  UNLIMITED)  CE)  NIL  (F)  NIL  CS)  NONE  (9)  NOME  U3) 
NOrJE  (11)  NONE  (12)  ML393  TYPE  WEATHER  BALOON  WAS  P^LEASED  FROM 
ALBROOK  AT  1A33Z.  WEATHER  FORECASTER  WHO  OBSERVED  BALLOON  STATED 
IT  TRAVELLED  OVER  PANAMA  CITY  AMD  PROCEEDED  IN  DIFFERENT  DIRECTIONS 
f\S  INDICATED  BY  WINDS  IN  7B. 
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